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Message Text 


UNCLASSIFIED 

PAGE 01 TOKYO 02527 270343Z 

10 

ACTION COA-01 

INFO OCT-01 EA-10 ISO-OO 10-10 COME-OO L-02 OES-05 INT-05 

SMI-01 CIAE-00 INR-07 NSAE-00 DODE-OO /042 W 

069904 

R 270335Z FEB 75 
FM AMEMBASSY TOKYO 
TO SECSTATE WASHDC 8285 
INFO D L ALVERSON DIRECTOR 

NORTHWEST FISHERIES CENTER NATIONAL MARINE FISHERIES SERVICE 
2725 MONTLAKE BLVD SEATTLE WASH 

UNCLAS TOKYO 2527 

E.O. 11652: N/A 
TAGS: TBIO, EFIS, JA 

SUBJECT: INTERNATIONAL WHALING COMMISSION: OBSERVER ABOARD 
JAPANESE ANTARCTIC WHALING FLEET 

REF: TOKYO 0866 

EMBASSY RECEIVED FOLLOWING TELEGRAM DATED FEBRUARY 27 FROM 
WERDAL THROUGH PVT. COMPANY (NIPPON SUISAN). BEGIN QUOTE: 
PRESENTLY AT 57 SOUTH 136 WEST. QUOTA OF SEI ALMOST FILLED 
AND ABOUT HALF WAY TO GO ON FIN. ALL GOING WELL. 

PHIL WERDAL. END QUOTE. 

HODGSON 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: PERSONAL REPRESENTATIVE, FISHING BOATS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 27 FEB 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975TOKYO02527 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750068-1108 
From: TOKYO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1975025/aaaaaefw.tel 

Line Count: 42 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION COA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 TOKYO 0866 
Review Action: RELEASED, APPROVED 
Review Authority: ElyME 
Review Comment: n/a 
Review Content Flags: 

Review Date: 27 MAY 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <27 MAY 2003 by McShalBA>; APPROVED <23 JAN 2004 by ElyME> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: INTERNATIONAL WHALING COMMISSION: OBSERVER ABOARD JAPANESE ANTARCTIC WHALING FLEET 
TAGS: TBIO, EFIS, JA, IWC-1 , (WERDAL, PHIL) 

To: STATE 
Type: TE 
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